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ante- and postmedial pale lines waved, the latter excurved beyond
the cell, the space between them and the apical area suffused
with black, except the veins; a submarginal, pale, waved line.
Hind wing deep black, with a broad, marginal, fulvous-yellow
band.
$ paler ; abdomen with a large fulvous anal tuft; hind wing
with broad pale fawn border.
Hal. Sikhim.   Exp., <S 42, $ 55 millim.   Type in coll. Elwes.
1095. Euproctis abjecta, Swink. P. Z. & 1889, p. 405, pi. 43, fig. 13.
Head, thorax, and abdomen fuscous brown, the anal tuft orange.
Fore wing vinous brown, irrorated with dark scales; the ante-
medial line angled on the median nervure, the postmedial line ex-
curved beyond end of cell. Hind wing brownish ochreous.
Hob. Lower Sind.    Exp., <$ 24, ? 30 millim.
*1096. Euproctis rana, Moore, P. Z. 8. 1865, p. 806 $ C.$S. no. 952.
cf. Yellow; antennae and abdomen brown. Pore wing with
the basal two-thirds irrorated with dark scales and sending an
elbowed spur to the centre of outer margin, below which the wing
is whitish ; ante- and postmedial pale lines. Hind wing with the
inner area suffused with brown.
Hob. Sylhet.   Easy. 63 millim.
b. Fore wing with submarginol blade spots.
1097.  Euproctis bipartita, Moore, lep. Atk. p. 49, pi. ii, fig. 4; C.fyS.
no. 965.
$. Head, thorax, and abdomen fulvous brown, the anal tuft
fulvous. Fore wing reddish brown, irrorated with dark scales;
the ante- and postmedial lines excurved in and beyond the cell ;
some specimens with a black speck in the cell; the apex and a
narrow marginal line yellow; one subapical black spot. Hind
wing yellow, often slightly suffused with brown, except the marginal
area.
Hob. Sikhim.   Exp. 52 millim.
F. Fore wing uniform Iroivn or purplish brown, irrorated witJi dark
scales, the outer margin yellow, lut no yellow on disk.
a. Fore wing without subinarginal llaclc spots.
1098.  Euproctis sagroides, Hmpm. Ill Ilet. viii, p, 57, pi. 140, fig. 14.
<$. Uniform yellowish brown; the cilia yellow.
Hob. Mlgiris.   Exp. 22 millim.